
Whe Gazette of ,3ndla 

Uimife«b/WEEKLY 

TTrf*rerR 3 T5 F l fv i d 
PUBLISHED BY AUTHORITY 

32] ^ 7lf-T<3R, 3RM 8—3TO3 14, 2009 ( «1*R 17, 1931) ~~ 

No. 32 j NEW DELHI, SATURDAY, AUGUST 8—AUGUST 14, 2009 (SRAVANA 17, 1931) 

«nift xnroii^i 

(Separate paging is given to this Part in order that it may be filed as a separate compilatio n) 

^TPT III—^9«-s 4 
[PART III—SECTION 4] 

piiftifw sro ontf ^ ftrftre ftraif % sn^r, fl^rm afk f] 

[Miscellaneous Notifications including Notifications, Orders, Advertisements and Notices issued by Statutory Bodies) 

Punt 

13 *jenf 2009 

l 5/ ' 7 j /} -^l(i <j\m (^TTO) 1950 

^Kih^l=u^r9'gi ^ if ^4 -cikI “{T^i "41^1 Id OH f<gii«h 25 3T^T, 1951 ^ Tgf ^337 ^ ^TTITcT t]TT ^jcjr^q ^ 3 ^ 3^777 

L5 ^ ^ Pt FiIe N °‘ U ' 13/12/13/2005 - raed - L/pTMR dated 09.09.2008 m $ 

^ifrdETfcre, fiifacHi 

^ ^TT^f^K^l31^, ^ (TffigqR) gKTfrqffcl %r ^uf 

ITTf^RnT \ :— 


^T. TT3m 

P^lPw ( ^PsRn) TT^T #RT SpaffiTef, 

w, ^571 

tf. (§M) vr\. -g\. *T3Fft, 
fafeni siat^rer anram Hpqr sthcttr 
; T T R ; afield 1511 
It. fWT ^TRP-tg 'HZ’TiJTT, 

( ^qiPlcjTl fafchoH! -3TteRt,. 

^4qKl Tpq -^Tfl aftWeFT) 3/21, Tl^TH FTSfrFT 




01.07.2009 3 30.06.2010 Wft, sflcrfam, %% ^CHTST, 

TTFTftai, 

01.07.2009^ 30.06.2010 *fefTST, f^jW, tj^ 


01,07,2009 ^ 30.06.2010 ^TFFT?, #FfFFK 


7F*J Pqf^c>HI 37FpFf, uFFJt 


4192 


[Part III—Sec. 4 



THE GAZETTE OF INDIA, AUGUST 8,2009 (SRAVANA 17, 1931) 


EMPLOYEES' STATE INSURANCE CORPORATION 


J aipur, the 13 th July 2009 


No. 15/U/l 1/PTMR-APP./SMC/08 in pursuance of the resolution passed 
by ESI Corporation at its meeting held on 25-04-1951 conferring upon the 
Director General the powers of the Corporation under regulation 105 of the ESI 
(General) regulation, 1950 and such powers further delegated to me vide H.Q. 
Letter No. pt File No. D-13/12/13/2005-Med- 1/PTMR dated 09-09-08. I 
hereby authorize the following doctors to function as Medical Referee at a 
monthly remuneration in according with the norms w.e.f. the date given below 
for one year or till a full time Medical Referee joins, whichever is earlier, for 
centers as stated below for areas to be allocated by State Medical 
Commissioner, Jaipur (Rajasthan) for the purpose of medical examination of 
the insured person and grant of further certificates to them when the 


correctness of the original certificates is in doubt. 


Name of Doctors & Address 

Period 

Name of Center 

Dr. San jay Gupta, 

Junior Specialist (Medicine) 

E.S.I. Hospital, 

Kamala Nehru Nagar, 

Jodhpur. 

01-07-2009 to 
30-06-2010 

Jodhpur 

Basni, Balotra, Gotan, 
Baranada, Sangariya, Jasol 

Dr. (Smt.) S.D. Mathani, 

Medical Superintendent 

E.S.I. Hospital, 

Bapu Nagar, Bhilwara. 

01-07-2009 to 
30-06-2010 

Bhilwara 

Chittorgarh 

Nimbahera, Gangapur 

Dr. Vijay Bhatnagar, 

(Retired Senior Medical Officer, 
E.S.I. Dispensary) 

3 / 21 , Rajasthan Housing Board, 
Hanumangarh Junction 
Dist-Hanumangarh. 

01-07-2009 to 
30-06-2010 

Hanumangarh 

Sri Ganganager 


NISHADHINGRA 

State Medical Commissioner, Jaipur 
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